
ELAPSED 


We're proud to have shared in the 
development and success of 7EJL- 
STAR . TYMETER'S contribution to 
TELSTAR'S success exemplifies the 
craftsmanship of Tymeter Products, 


PAT. NO. 2587277 
OTHER PATS. PENDING 


WALNUT, EBONY or IVORY 
PLASTIC CASE. Self-starting 
Electric. 7%" wide, 4" high, 4" 
deep. 6-ft. cord. Shipping 
weight, 3 lbs. UL approved 
Motor and Cord. 

Your Cost 


TYMETER 

Serves 

You in 

Industry, 

Utilities, 

and 

Government 


plus applicable 
taxes 


#75 JEFFERSON 


STOP AND HOLD CONTROL 


CHANCE O F I N 
TIME CALCULATION REMOVED 


Automatically calculates and registers elapsed time in Hours, 10-Minutes and 
Minutes . , and repeats. Rotating visual 1 RPM calibrated seconds wheel. Large 
digits in 60-Second, 10-Minute, 30-Minute, 60-Minute and 12 Hour Clocks; 
5 /i 6 n digits in 24 Hour Clock. All digits resettable individually 

1 20 V, 60 cy. AC. 

RANGE AVAILABLE AT SAME PRICE 

60 Seconds 00 to 59 Seconds 60 Minutes ...... 00 to 59 Minutes 

TO Minutes. . . . . .00 to 09 Minutes 12 Hour 00 to 11:59 

30 Minutes 00 to 29 Minutes 24 Hour .00:00 to 23:59 

ALSO Available in 120V, SO cy; 240V, SO and 60 cy. 


Convenient 
Watchman 
for timing 
long distance 
telephone 
calls 


Printed 
in U.S.A 


TYMETER ELECTRONICS- PENNWOOD NUMECHRON CO 

7249 Frankstown Avenue • Dial 371-4200 


Pittsburgh 8, Penna 






DIRECT READ OUT "AT A GLANCE” 




All digits 
resettable 
individually 


STOP AND HOLD CONTROL 


We're proud to have shared in the development and success of TELSTAR. TYMETER'S 
contribution to TELSTAR's success exemplifies the craftsmanship of Tymeter products. 


#80-MODERNE 


Grey or ebony plastic case. 3%" high, 5 5 /g" wide, 
31 / 4 " deep. Shipping weight, 3 lbs. 120V, 60 cy. AC. 
Self-starting electric. UL Approved Motor and Cord. 


17 50 


PLUS TAX 


Ranges Available at Same Price 

60 Seconds. ......... .00 to 59 Seconds 

10 Minutes .00 to 09 Minutes 

30 Minutes ....... tjL ... 00 to 29 Minutes 

60 Minutes . .00 to 59 Minutes 

12 Hour. ..... 00 to 11:59 

24 Hour . ... 00:00 to 23:59 


ALSO available in 120V, 50 cy; 240V, 50 
and 60 cy. 1 


#85 -TOPPER 


ALSO available in 1 20V, 50 cy; 240V, 50 
and 60 cy. 


All digits resettable individually 


Walnut or Ebony plastic case. 3 5 /g “ high, 5% " wide, 
3%" deep. Shipping weight, 3 lbs., 120V, 60cy. AC. 
Self-starting electric. UL Approved Motor and Cord. 


16 “ 


PLUS TAX 


Ranges Available at Same Price 

60 Seconds 00 to 59 Seconds 

1 0 Minutes 00 to 09 Minutes 

30 Minutes . . , . . .00 to 29 Minutes 

60 Minutes 00 to 59 Minutes 

12 Hour. . .00 to 11:59 


STOP AND HOLD CONTROL 


TYMETER ELECTR0NICS-PENNW00D NUMECHR0N CO. • 7249 Frankstown Ave. • Dial 371-4200 • Pittsburgh 8, Pa. 


